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MAXIMAT 10 MACHINE MODELS 

Cat. 

Cat. No. Description Price Wt. Page No. 

4100 Dual-Spindle MAXIMAT 10 with Quick Change Gear Box 

Lathe Headstock with No. 3 MT; Vertical Column; Milling Headstock with No. 2 MT; 2 pre-wired Motor 
Units* with Built-in Reversing Switches; Quick Change Gear Box 

Standard Basic Equipment: 

No. 4130 — 7” Faceplate with No. 4151 Chuckplate Clamping Ring; Lathe Dog; Dog Driver; 2 Lathe 
Centers; Tool Clamp; 4 No. 5202 V Belts; Wrenches; Grease Gun; No. 2891 Bearing Grease; No. 2892 

Gear Box Oil, Operating Instructions. $1350.00 460 lbs 2 

4000 Dual-Spindle MAXIMAT 10 with Manual Change Gears 

Identical to Model 4100 above, except that in place of Quick Change Gear Box, a Quadrant and set 
of 12 Change Gears is provided for threading. All Standard Basic Equipment is included, plus No. 5203 

V Belt to drive leadscrew 1210.00 435 lbs 3 

4101 MAXIMAT 10 Precision Lathe with Quick Change Gear Box 

Identical to Model 4100 above, but WITHOUT Vertical Column, Milling Head and 1 Motor Unit. (These 

may be added at any time. See Nos. 3010, 3210, 2900-2912.) All Standard Basic Equipment is included. 1035.00 360 lbs 3 

4001 MAXIMAT 10 Precision Lathe with Manual Change Gears 

Identical to Model 4101 above, except that in place of Quick Change Gear Box, a Quadrant and set of 
12 Change Gears is provided for threading. All Standard Basic Equipment is included, plus No. 5203 

V Belt to drive leadscrew. 895.00 335 lbs 3 


* AVAILABLE MOTORS FOR MACHINES 4100, 4000, 4101, 4001 

Price of MAXIMAT 10 Models 4100 and 4000 include 2 motors 
Price of MAXIMAT 10 Lathes 4101 and 4001 include 1 motor 
When ordering machines, specify catalog No. of motor desired. 



R.P.M. 

H.P. 

Current 

Voltage 

Phase 

Cycle 

2900 

1725 

3/4 

AC 

220/440 

3 

60 

2901 

1120 

3/4 

AC 

220/440 

3 

60 

2910 

1725 

1 

AC 

115 

1 

60 

2912 

1120 

1 

AC 

115 

1 

60 


TEMPORARY PRICE LIST, MAXIMAT 7 MACHINES & ACCESSORIES 

This price list supercedes Price List MPL 3/68. 

MAXIMAT 7 MACHINE MODELS 

Model No. Description Price 

7218 DUAL-SPINDLE MAXIMAT 7 - with 18" Between Centers 

Complete lathe & milling machine. Swing 7" x 18" between centers. Lathe head spindle: 

No. 3 MT, with built-in motor* Vertical Column & Milling Head Attachment No. 7200, 
milling head spindle: No. 2 MT, with built-in motor.* Pre-wired motor control console 
with reversing switch. 

Standard Basic Equipment 

Set of 9 change gears; 6" face plate (No. 4129) —with safety clamping ring (No.4151: 
lathe dog; dog driver; No. 3 MT lathe center; No. 2 MT tailstock center; Tool clamp; 

instructions $650.00 

7224 DUAL SPINDLE MAXIMAT 7 - with 24" Between Centers 

Same as above, except longer bed provides 24" between centers. $695.00 

7018 MAXIMAT 7 PRECISION LATHE - with 18" Between Centers 

Same as Model 7218, but WITHOUT Vertical Column & Milling Head Attachment No. 7200. 

(This attachment can be added at any time. See No. 7200 below.) All Standard Basic Equip¬ 
ment is included. $495.00 

7024 MAXIMAT 7 PRECISION LATHE - with 24" Between Centers 

Same as Model 7018 above, except longer bed provides 24" between centers $540.00 


♦AVAILABLE MOTORS FOR ALL MACHINES* 


7001 

Lathe Head Motor 

1/2 hp. 

115VAC 

1-phase 

7203 

Milling Head Motor 

1/4 hp. 

115VAC 

1-phase 

7003 

Lathe Head Motor 

1/2 hp. 

220/440 

3*phase 

7203 

Milling Head Motor 

1/4 hp. 

220/440 

3-phase 


Price of Models 7218 and 7224 Includes 2 motors. Price of Models 7018, 7024 and attachment 7200, includes 1 motor. 


21 

21 

21 

21 


MAXIMAT 7 & MAXIMAT 10 PRECISION ATTACHMENTS & ACCESSORIES 

MAXIMAT 10 accessories are described in the MAXIMAT 10 Accessory accessories are described in the MAXIMAT 7 leaflet. The symbols( 7 ) 
Catalog M10A-68. Some of these parts can also be used on MAXIMAT 7 and 10 in this Price List indicates if the accessory is for MAXIMAT 7, 
equipment, and are designated with the symbol © . Other MAXIMAT 7 MAXIMAT 10 or for BOTH machines. Wherever possible, a catalog page 

reference is provided for added convenience. 


TERMS: | Net 30 days to rated accounts. 

All others, cash with order. 

SMALL ORDERS: Minimum Order S5.00 

Repair parts - No minimum 


PRICES: USA: All prices are f.o.b., New York Warehouse. 

CANADA: Canadian prices are approximately 5% to 10% higher, and 
are f.o.b. Scarborough, Ont. Warehouse. Request Canadian 
Price List for specific details. 


ALL PRICES SUBJECT TO CHANGE WITHOUT NOTICE. 
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10 

10 

10 

10 
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Part No. 

Description 

Wt. 

Prices 

Cat. Page No. 

2998 

SCR Motor Speed Controller 

1 lb 

$ 14.95 

31 

2999 

7 -Drav/er, Machinists’ Tool Chest 

30 lbs 

39.00 

29 

3010 

Vertical Milling Head, MT No. 2 

48 lbs 

275.00 

20 

3110 

Quick Change Gear Box Attachment 

26 lbs 

180.00 

21 

3120 

Universal Quadrant & Set of 12 Change Gears 

6 lbs 

50.00 

21 

3121 

Universal Quadrant Only 

2 lbs 

13.00 

21 

3210 

Vertical Machine Bed 

55 lbs 

125.00 

20 

3450 

Index 8t Dividing Head 

16 lbs 

115.00 

19 

3460 

T-Slotted Work Plate, 6” 

5 lbs 

19.00 

8 , 19 

3465 

Cross Slide Mounting Plate 

21/4 lbs 

15.00 

16 

3470 

Cross Slide T-Nut 8. Stud Set 

5 lbs 

16.00 

17 

3471 

Cross Slide T-Nuts, Box of 12 

1 lb 

6.00 

17 

3472 

2i/4” Milling Clamp 

4 oz 

2.95 

17 

3473 

21Step Clamp 

4 oz 

2.95 

17 

3475 

Step Block & Clamp Set 

8 lbs 

35.00 

17 

3620 

Telescoping Jaw Follower Rest 

6 lbs 

33.00 

10 

3630 

Telescoping Jaw Steady Rest 

8 lbs 

36.00 

10 

3701 

Tool Post Grinding Attachment 

13 lbs 

135.00 

9 

3750 

Thread Dial Indicator 

13 oz 

17.00 

9 

3755 

Bed Stop 

5 oz 

6.00 

9 

3800 

Toolmaker’s Precision Vise 

13 lbs 

55.00 

16 

3810 

Vise Sv/ivel Base (for Vise No. 3800) 

4V4 lbs 

15.00 

16 

3815 

Universal Machine Vise 

21 lbs 

80.00 

16 

3825 

Universal, Adjustable - Angle Table 

20 lbs 

80.00 

16 

3830 

6 ” Rotary Table 

23 lbs 

95.00 

17 

4110 

Handwheel Rubberflex Collet Chuck (No. 4111 req'd.) 

6 lbs 

85.00 

6 

4111 

Collet Chuck Mounting Plate (for Chuck No. 4110) 

3 lbs 

18.00 

6 

4112 

Set of 10 Rubber-flex Collets 

4 lbs 

75.00 

6 

4120 

Handwheel Drawbar Collet Attachment 8c Adaptor (for Collets No. 4122) 

2 lbs 

15.00 

6 

4122 

Steel Collets, 1/16 thru 25/32” (No. 4120 Required) specify sizes desired 

6 oz 

7.00 

6 

4123 

Soft Steel Collets 

7 oz 

4.00 

6 

4124 

Collet Case (for 28 Collets, No. 4122) 

4 lbs 

12.00 

6 

4125 

Chuck Mounting Plate, 5” (for Chuck 1253 8c 1254) 

3 lbs 

8.00 

4.5 

4126 

Chuck Mounting Plate (for Chuck No. 1256) 

5 lbs 

9.00 

4.5 

4127 

Plain Fixture Plate, 5” 

4 lbs 

8.00 

7 

4128 

Plain Fixture Plate, 6” 

4 lbs 

9.00 

7 

4129 

Faceplate, 6” 

6 lbs 

10.00 

7 

4130 

Faceplate, 7” 

6 lbs 

13.00 

7 

4135 

Soft Split Chuck, 3/4” Full Size 

1 lb 

11.00 

7 

4135/01 

Replacement Body, 3/4” Full Size 

?4 lb 

7.00 

7 

4136 

Soft Split Chuck, 214 ” 

1 lb 

17.00 

7 

4136/01 

Replacement Body, 2U” 

?4 lb 

12.00 

7 

4150 

Chuck Mounting Plate, 6” (for Chuck No. 1257) 

5 lbs 

9.00 

4.5 

4151 

Chuck Plate Clamping Ring 

9 oz 

3.50 

5 

4161 

Lathe Dog, 3/4” Full Size 

5 oz 

4.00 

8 

4162 

Lathe Dog, lfc” 

5 oz 

5.00 

8 

4163 

Clamp Lathe Dog 

8 oz 

12.00 

8 

4170 

Expanding Mandrel Set, 3/8 thru 1” 

3 lbs 

70.00 

8 

4171 

Expanding Mandrel Set, 3/8” thru 1/2” 

18 lbs 

175.00 

3 

4172 

Spindle Sleeve MT No. 3/MT No. 2 

4 oz 

6.50 

8 

4450 

Lever-Operated Rubber-Flex Collet Chuck 

14 lbs 

150.00 

7 

4451 

Set of 8 Rubber-Flex Collets, Range: .15-.79” 

1 lb 

88.00 

7 

5000 

Floor Stand Cabinet 

200 lbs 

125.00 

24 

5001 

Portable Tool Storage Cabinet / Work Bench 

184 lbs 

140.00 

25 

5003 

Set of 2 Machine Pads 

1 lb 

6.00 

25 

5005 

Coolant Pump System 

16 lbs 

50.00 

25 

5201 

V Belt, 3/8” x 24-1/2” 

6 oz 

2.00 

24 

5202 

V Belt, 3/8” x 22-1/2” 

6 oz 

2.00 

24 
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Part No. 

Description 

Wt. 

Price 

Cat. Page 

1253 

3-Jaw Universal Lathe Chuck, 5” with 2 sets of 3 jaws (No.4125 req’d.) 

13 lbs 

$ 75.00 

4,5 

1253/01 

Set of 3 Soft Jaws (for Chuck No. 1253) 

1V'2 lbs 

10.00 

5 

1254 

4-Jaw Universal Lathe Chuck, 5” with 2 sets of 4 jaws (No. 4125 req’d) 

14 lbs 

80.00 

4,5 

1254/01 

Set of 4 Soft Jaws (for Chuck No. 1254) 

2 lbs 

13.00 

5 

1256 

6-Jaw Universal Adjustable Chuck, 5", with 2 sets of 6 jaws (No. 4126 req\) 

12 lbs 

165.00 

4,5 

1257 

4-Jaw Independent Lathe Chuck, 6" with 1 set of reversible jaws (No. 4150 





req’d.) 

11 lbs 

70.00 

4,5 

1258 

Headstock Chuck, 5/8 M 

3?i lbs 

25.00 

5 

1259 

Headstock Chuck, 3/4” 

4V # 2 lbs 

30.00 

5 

2400 

4-Position Tool Post 

3 lbs 

17.00 

11 

2405 

Lathe Tool Holder Set 

7 lbs 

79.00 

12 

2410 

Precision Quick Change Tool Post 

3Vi lbs 

45.00 

12 

2411 

Quick Change Single Tool Holder 

5 oz 

14.00 

12 

2412 

Quick Change Double Tool Holder (boring & turning) 

5 oz 

17.00 

12 

2413 

Quick Change Cut-off Tool Holder (uses Cut-off blade 2413/01) 

5 oz 

24.00 

12 

2413/01 

Cut-off Blade (for No. 2413) 

1 oz. 

4.70 

— 

2414 

Quick Change Collet Holder (uses No. 2803 collets) 

2i14 lbs 

33.00 

12 

2420 

Milling Head Collet Chuck, 5/8” (uses No. 2421 collets) 

3 lbs 

33.00 

13 

2421 

Steel Collets, 3/64” thru 5/8 M x 1/64” steps-Specify sizes desired-(No.2420 





req’d. for Maximat 10, No. 7210 Req’d. for Maximat 7.)* 

3 oz 

7.00 ea 13 

2422 

Soft Steel Collet 

4 oz 

4.00 

13 

2424 

Collet Case 

lVi lbs 

12.00 

13 

2430 

End Mill Holder, 3/16” (No. 2433 req'd.) 

1 lb 

13.00 

13 

2431 

End Mill Holder. 3/8" (No. 2433 req’d.) 

1 lb 

13.00 

13 

2432 

End Mill Holder, 1/2” (No. 2433 req’d.) 

1 lb 

13.00 

13 

2433 

Drawbar for End Mill Holders 

1 lb 

11.00 

13 

2500 

Geared Key Drill Chuck, 1/2” (No. 2510 req'd.) 

2 lbs 

15.00 

14 

2501 

Keyless Drill Chuck, 3/8” (No. 2511 req’d.) 

2 lbs 

19.00 

14 

2502 

Keyless Drill Chuck, 1/2” (No. 2512 req’d.) 

2 lbs 

21.00 

14 

2505 

Small Drill Chuck & 3 Collets 

1 lb 

4,00 

14 

2510 

Drill Chuck Arbor (for Chuck No. 2500) 

6 oz 

2.00 

14 

2511 

Drill Chuck Arbor (for Chuck No. 2501) 

6 oz 

2.00 

14 

2512 

Drill Chuck Arbor (for Chuck No. 2502) 

6 oz 

2.00 

14 

2515 

Drill Speeder, Shank MT No* 2 

21/2 lbs 

65.00 

14 

2520 

Boring Head 1/2” Bar Cap., Offset to 5/8” (No. 2521 req’d.) 

4 lbs 

80.00 

14 

2521 

Boring Head Arbor, Shank MT No. 2 

1 lb 

13.00 

14 

2525 

Tapping Head, Shank MT No. 2 

5Vi lbs 

79.00 

15 

2530 

Fly Cutters 

1 lb 

25.00 

15 

2600 

Ball-Bearing Live Center, Shank MT No. 2 

10 oz 

19.00 

11 

2605 

Live Center Set, Shank MT No. 2 

2Vi lbs. 

59.00 

11 

2610 

Tailstock Turret, Shank MT No. 2 

4 lbs. 

45.00 

10 

2615 

Handlever Tailstock Turret 

6 lbs. 

135.00 

10 

2801 

Precision Drill Chuck (For No. 3701) 

8 oz 

9.95 

9 

2803 

Precision Collets (For No. 3701 & 2414) (specify sizes desired) 



9 


sizes: .1, .2, & .3 mm each 

x k oz 

5.50 



.4 thru 7.2 mm each 

Vi oz 

2.95 



Inch sizes each 

Vi oz 

3.00 


2806 

Collet Case (for 40 Collets, No. 2803) 

9 oz 

6.50 

9 

2807 

Collet Case (for 72 Collets, No. 2803. 

9 oz 

8.50 

9 

2815 

Set of 10 Ground Tool Bits 1/4” sq. 

8 oz 

18.00 

22 

2816 

Set of 10 Ground Tool Bits, 3/8” sq. 

U4 lbs 

37.00 

22 

2817 

Set of 10 Ground Tool Bits 1/2” sq. 

2 lbs 

79.00 

22 

2818 

Set of 6 Ground Tool Bits, 5/16” sq. 

10 oz 

29.00 

22 

2819 

Set of 6 Ground Tool Bits 3/8” sq. 

12 oz 

34.00 

22 

2825 

Drill Set, 1/16” - 1/2” 

1% lbs 

29.00 

22 

2826 

Drill Set, No. 61 - 80 

2 oz 

9.95 

22 

2830 

Set of 5 Bor ing Bars 

10 oz 

17.00 

23 

2831 

Boring Bar Holder 

2 oz 

4.00 

23 

2835 

Set of 10 Milling Tools 

2 lbs 

47.00 

23 

2840 

Set of 144 Mounted Grinding V/heels 8c Points 

3 lbs 

49.00 

23 

2841 

Set of 3 Grinding Wheels 

5 oz 

5.25 

23 

2890 

Hi-Quality Precision Bearing Grease 

3 oz 

.40 

24 

2891 

Hi-Quality Precision Bearing Grease 

1 lb 

2.00 

24 


Not All 64th Sizes Available. 




For MAXIMAT Part No. 
7 10 


Description 


2892 

Gear Box Oil, 1 qt. 


2893 

Touch-up Paint, 4 oz. (Specify Color) 


2900 

Motor, h hp, 220V, 3-P, 1725 rpm 


2901 

Motor, *4 hp, 220V, 3—P, 1120 rpm 


2910 

Motor, 1 hp, 115V, 1-P, 1725 rpm 


2912 

Motor, 1 hp, 115V, 1-P, 1120 rpm 


2923 

Outside Micrometer, 0-1" - .001" 


2924 

Outside Micrometer, 0-1" - .0001" 


2925 

Outside Micrometer, 1-2" - .0001" 


2926 

Outside Micrometer, 2-3" - .0001" 


2927 

Set of 3 Outside Micrometers (Nos. 2924, 5, 

6)< 

2928 

Direct Reading ‘Digital' Micrometer 0-1" - 

.001 

2929 

Direct Reading 'Digital' Micrometer 1-2" - 

.001 

2929/1 

1" Standard for Micrometer 2929 


2930 

Inside Micrometer .2-1" - .001" 


2931 

Inside Micrometer, 1-2" - .001" 


2932 

Depth Micrometer 


2937 

Etch-O-Matic Marking System 


2938 

Electric Hand Grinder, Industrial Model 


2939 

Electric Hand Grinder, Ball Bearing Model 


2946 

Center Gauge 


2947 

Adjustable, Angle-Depth Gauge 


2948 

Height Gauge, 6" 


2949 

Protractor 


2950 

Micro Mike 


2951 

Magm-Viewer 


2952 

4i/2 M Magnifier & Stand 


2953 

Safety Goggles 


2954 

Safety Shield 


2955 

Curved, Wrap-Around Shield 


2956 

Miniature Lamp 


2957 

Magnetic Base Machine Lamp 


2958 

Magnetic Base Machine Lamp with Flexible Arm 

2965 

Dial Test Indicator - .001" 


2966 

Dial Test Indicator - .0001" 


2967 

Magnetic Base Indicator Holder 


2968 

Instrument Vise 


2969 

Adjustable Hand Vise 


2975 

Machinist's Combination Square, 4" 


2976 

Machinist's Combination Square, 6" 


2977 

Machinist’s Square, 2-3/16" 


2978 

Machinist's Square, 4" 


2979 

Machinist’s Square, 6" 


2980 

Bending Brake 


2981 

4—in—1 Metal Worker 


2981/01 

Set of 5 Round Punches 


2981/02 

Set of 2 Square Punches 


2981/03 

Set of 3 Hex Punches 


2981/04 

Set of 2 Retangular Punches 


2982 

Hot Spot Miniature Gas Welding Torch 


2982/01 

Oxygen Replacement Cylinder 


2982/02 

Butane Replacement Cylinder 


2986 

Vernier Caliper, 6" 


2987 

Dial Caliper, 4" - .001" 


2988 

Dial Caliper, 6" - .001" 


2989 

Outside Spring Caliper, 2" 


2990 

Outside Spring Caliper, 4" 


2991 

Inside Spring Caliper, 2" 


2992 

Inside Spring Caliper, 4" 


2993 

Spring Divider, 2" 


2994 

Spring Divider, 4" 


2995 

Automatic Center Punch 


2996 

Instrument Set 


2997 

Instrument Set 



Wt. 

Price 

1 qt 

$ 2.00 

4 oz 

2.00 

26 lbs 

80.00 

30 lbs 

89.00 

40 lbs 

95.00 

37 lbs 

91 00 

1 lb 

13.00 

1 lb 

15.00 

1 lb 

17.00 

1*2 lbs. 

19.50 

4 lbs 

55.00 

1 lb 

50.00 

1 lb 

54.00 

1 oz 

4.90 

12 oz 

29.00 

12 oz 

33.00 

1*4 lbs 

21.00 

2 lbs 

19.95 

2*4 lbs 

39.95 

3 lbs 

49.95 

2 oz 

2.00 

4 oz 

4.50 

2 lbs 

32.00 

8 oz 

2.75 

6 oz 

4.95 

4 oz 

10.00 

3 lbs 

9.90 

4 oz 

2.50 

2 lbs 

17.00 

7 lbs 

29.00 

1*2 lbs 

9.95 

1*2 lbs 

17.95 

2 lbs 

21.95 

1 lb. 

19.50 

1 lb 

27.00 

4*2 lbs 

19.00 

1*2 lbs 

19.50 

2 oz 

3.50 

3 oz 

11.25 

8 oz 

12.50 

8 oz 

3.50 

10 oz 

6.C0 

14 oz 

7.50 

11 lbs 

12.95 

6 lbs 

14.95 

1 oz 

3.00 

1 oz 

1.25 

1 oz 

1.80 

1 oz 

1.25 

1 lb 

19.95 

2 oz 

.75 

2 oz 

.50 

12 oz 

14.00 

1*4 lbs 

17.50 

1*4 lbs 

30.00 

3 oz 

2.95 

3 oz 

3.25 

3 oz 

2.95 

3 oz 

3.25 

3 oz 

2.95 

3 oz 

3.25 

6 oz 

3.50 

1-3/8 lbs 

29.C0 

3*4 lbs 

55.00 


Cat. Page No, 
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27 
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28 
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31 
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ACCESSORIES FOR MAXIMAT 7 MACHINES 

Most Items are described In the MAXIMAT 7 leaflet. Where page No. 

Is Indicated additional Information Is available in the MAXIMAT 10 

For 


Accessory Catalog No. M10A-68. MAXIMAT 7 Accessories with 
a 10 can also be used on the larger MAXIMAT 10 machine. 


MAXIMAT 


7 

10 

Part No. 

7 


7001 

7 


7003 

7 

10 

7100 

7 

10 

7103 

7 

10 

7103/01 

7 

10 

7104 

7 

10 

7104/01 

7 

10 

7125 

7 

10 

7126 

7 


7127 

7 


7128 

7 


7130 

7 


7131 

7 


7132 



7135 

7 


7136 

7 


7150 

7 


7151 

7 


7200 

7 


7201 

7 


7203 

7 


7210 

7 


7215 

7 

10 

7308 

7 

10 

7309 

7 

10 

7315 

7 

10 

7316 

7 


7320 

7 


7400 

7 


7410 

7 


7411 

7 


7412 

7 


7413 

7 


7413/01 

7 


7414 

7 


7420 

7 


7430 

7 


7440 

7 


7450 

7 


7451 

7 


7460 

7 


7470 

7 


7500 

7 


7503 

7 

10 

7600 

7 

10 

7610 

7 


7650 

7 


7651 

7 


7652 



7653 


Cat. 


Description 

Lathe Head Motor, 1/2 hp, 115V, 1-P (replacement price) 

Lathe Head Motor, 1/2 hp, 220V, 3-P (replacement price) 

Chuck Mounting Plate, 4" (for Chuck No. 7103 & 7104) 

3- Jaw Universal Lathe Chuck, 4 M , with 2 sets of 3 jaws. (No. 7100 req'd.) 
Set of 3 Soft Jaws (for Chuck No. 7103) 

4- Jaw Universal Lathe Chuck, 4", with 2 sets of 4 Jav/s. (No. 7100 req’d.) 
Set of 4 Soft Jaws (for Chuck No. 7104) 

4-Jaw Independent Lathe Chuck, 5”, with 1 set of 4 jaws. (No. 7126 req’d.) 
Chuck Mounting Plate, 5” (for Chuck No. 7125) 

Internal Step Chuck, 4”, Shank MT No. 2 (No. 7130 req’d.) 

External Step Chuck, 4”, Shank MT No. 2 (No. 7130 req’d.) 

Handwheel Drawbar Collet Attachment & Adaptor (for Collets No. 7131 & 
Chucks No. 7127 & 7128) For Models 7000/18 & 7020/18 

Steel Collets, 3/32” thru 3/8” x 1/32 steps. (No. 7130 req’d.) specify 
sizes desired 

Soft Steel Collets 

Handwheel Drawbar Collet Attachment & Adaptor (for No 7135) 

(For Models 7218, 7224, 7018, 7024) 

Steel Collets, 3/32" thru 3/4" in 1/32" steps 

Lever-Operated Rubber-Flex Collet Chuck 

Set of 12 Rubber-Flex Collets, range: .118” thru .590” 

Vertical Column & Milling Head/Motor Unit (price includes cost of motor - 
specify motor desired) 

Milling Head Motor, 1/4 hp, 115V, 1-P (replacement price) 

Milling Head Motor, 1/4 hp, 220V, 3-P (replacement price) 

Milling Head Collet Chuck, capacity: 1/2”, Shank MT No. 2 (for Collets 
No. 2421 - to 1/2”) 

En MAU!^ H /?i d ^ Adaptor < ada P ts End Mill Holders No. 2430, 2431 & 2432 to 
MAXIMAT 7 Milling Head Drawbar) 

Geared Key Drill Chuck, 5/16” 

Drill Chuck Arbor, Shank MT No. 2, (for Chuck No. 7308) 

Boring Head, 1/2” Bar Cap., Offset to 1/4” - Boring Cap. 8” (similar to 
but smaller than No. 2520) No. 7316 req’d.) ’ 

Boring Head Arbor, Shank MT No. 2 (similar to, but small than No. 2521) 

Ball Bearing Live Center, Shank MT No. 2 
4 Position Tool Post (uses tool sets 7610, 2815, 2816, 2818, 2819) 

Pre / C c , !I 0 , r l ( ^ jic l5 9 hang M T ° o1 Post (for t001 ho,def S 7411, 7412, 7413 8< 7414) 
(similar to, but smaller than No. 2410) ' 

T ooL H °i d ? r (simi,ar to, but smaller than No. 2411. 

(uses tool sets No. 2815, 2818 & 7610. No. 7410 req’d.) 

Quick Change Double Tool Holder (similar to, but smaller than No 2412 
Uses tool sets No. 2815, 2816 & 7610. No! 7410 req’d.) 

QU Uses h ruf nf? hfaH f Ti°°' -7*1 ?o d /?, r i (S J, m ' 1 a 1 , t0 - but smallet than No. 2413. 
Uses Cut-off blade No. 7413/01. No. 7410 req’d.) 

Cut-off Blade (for tool holder No. 7413) 

Q "n C S"?4H, l K H 7 < S',® 2K3 MMS ' <-“« “• 

Steady Rest, capacity: 2-5/32” 

Follower Rest, capacity: 1-9/16” 

Thread Dial Indicator 

Index & Dividing Head with 6” T-Slotted Table 

Mounting Plate (for mounting chucks No. 7103 & 7104 onto Index Head 7450) 
Precision Vise, capacity: 2-3/8” 

Tool Post Grinding Attachment with motor 

Floor Stand with tool drawer (not cabinet as pictured) 

Set of 2 Machine Pads (similar to No. 5003) 

Tool Bit, unground, 5/16” sq. 

Set of 6 Ground Tool Bits (same as No. 2818) 

Ste No B 3476, S 3472 C & 3473)* StUd & Nut Set (similar t0 - but smal| e' than 

T T,lfc.MX < S»,' 121T ' sl< ““ AX '" AT 7 Sll “ 1 

T ".Suffirifi! i!)t ' !|01 " #ximat 1 ««• ■»* * 

T-Stud & Nut, 3" (Set of 12) - ForT-slot) 

Maximat Cross-Slide & Dividing Table No. 7450) 


Wt. 

Price 

Pa 

N< 

18 lbs 

$75.00 


19 lbs 

70.00 


2 lbs 

7.00 


8 lbs 

55.00 


114 lbs 

7.50 


8 lbs 

65.00 


2 lbs 

9.00 


8 lbs 

65.00 


3 lbs 

8.00 


3 »/ 2 lbs 

80.00 


3Vi lbs 

80.00 


114 lbs 

12.00 


3 oz 

7.00 ea 


4 oz 

4.00 ea 
$ 12.00 



7.00 each 

6 J /2 lbs 

149.00 


1 lb 

108.00 


95 lbs 

220.00 


10 lbs 

50.00 


10 lbs 

45.00 


2 lbs 

30.00 


1 oz. 

3.00 


11 oz 

10.00 


2 oz 

2.00 


3 lbs 

43.00 

14 

12 oz 

10.00 

14 

11 oz 

19.00 


114 lbs 

10.00 


7 oz 

29.00 

12 

3 oz 

9.50 

12 

4 oz 

11.50 

12 

3 oz 

14.00 

12 

1 oz 

4.00 


H /4 lbs 

27.00 

12 

3 lbs 

28.00 


11/4 lbs 

25.00 


3 oz 

10.00 


10 lbs 

130.00 


3 lbs 

15.00 


7 lbs 

45.00 

130.00 


125 lbs 

115.00 


H /2 lbs 

6.00 

25 

2 oz 

2.00 


10 oz 

29.00 

22 

6 oz 

3.50 

17 

3 oz 

4.50 


3 oz. 

4.00 


5 oz. 

5.00 



